% has bf?en a con-
by Inspection of
FY 1971, in.

y prevention pro-
*fcm money cutlets
50.438 In FY 1971.

stolen onion cashed during FY 1971, down from 4,868 in
FY 1970, to 2,845 in FY 1971, Stolen money orders re-
covered during FY 1971 numbered 16,618.

Curbing infernal (lieft, The Inspection Service has devel-
oped a new long-range plan for curbing internal theft of
valuables. Tola! apprehensions for theft and mistreatment
of mail rose from 1,316 in FY 1969 to 1,848 in FY 1971.
Optimum use is made of modern technical devices, such
as closed-circuit television, special optical devices, time-curities purporting to be
